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CENTRAL INTELLIGENCE AGENCY 

WASHINGTON 25, D. C. 


NATIONAL DEFENSE EXECUTIVE RESERVE 
CENTRAL INTELLIGENCE AGENCY UNIT 

STATEMENT OF UNDERSTANDING 


As an Executive Reservist in the Central Intelligence Agency, I accept 
the following responsibilities: 

I. In Peacetime 

a. I agree to: 

(1) Maintain close liaison with the Central Intelligence Agency. 

(2) Attend called training meetings whenever possible. 

(3) Attend war games or exercises where possible. 

(4) Participate in the review of mobilization plans and programs. 

(5) Abide by Agency secrecy agreements signed by me. 

II. In Time of Emergency 

a. I agree to be on call for full-time assignment to the Central 
Intelligence Agency, in the event of full mobilization. 

(1) It is understood that as a Reservist I may not be able to 
accept a call for full-time assignment under conditions 
such as: 

(a) change in status within my own organization; 

(b) change in personal conditions; 

(c) overriding needs for my assignment to some other 
activity either within or without my own organization. 

b. I agree to be responsible for keeping the Central Intelligence 
Agency informed whenever I foresee any reason for not being able 
to serve. 
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Compensation 
a. In Peacetime 


I agree to serve as an Executive Reservist and hereby agree to 
waive any and all pay or compensation for such service for 
myself, heirs and assigns. I understand that if claim is made, 

I will be reimbursed for travel and subsistence expense in 
accordance with Government regulations. 

b. In Time of Emergency 

If called to full-time duty, I will be employed in accordance 
with regulations existing at that time and compensated in 
accordance with the salary schedule of the position I undertake. 


RESERVIST 

(Signature) Date 


Approved For Release 2003/08/13 : CIA-RDP82-00490R0001 00040027-4 


